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The lines of equal magnetic declination 
(red lines) apply to January 1, 1917. East 
of the line marked O (agonie line) the 
north end of the eompass needle points west 
of porn west of that line it points east ot 
north. 


The north end of the co! 
is moving to the westward for 
the line of no change and to 
for places below that line at an 
indicated by the lines of equal a 
(blue lines.) 


Surveyor General 


The magnetic results shown on this map were eompiled from observations made by the I 
Surveys Branch, 1908.0 to 1917.0, at the following stations : 


MEAN MONTHLY DAILY VARIATION FOR MEANOOK, ALBERTA. 


Manitoba .............. 1,515 stations in south half of province and in Nelson River district to | 
LATITUDE 54^37'N LONGITUDE 113*91'W. Saskatchewan ....... 2,614 stations south of Latitude 56 N; 
Alberta........ ........ 3,603 stations spread over whole province; 


British Columbia ...1,642 stations in Peace River Block and Railway Belt. 
Total 9.374 All observations and charts available from other sources we 
Us j 


W. H. HERBERT, B.Sc. 
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The north end of the compass needle LN Å 
is moving to the westward for places above SR DEE 


of equal magnetic declination 
ply to January 1, 1917. East 


narked O (agonic line) the the line of no change and to the eastward x \/ 
he compass needle points west for places below that line at an annual rate N 18 US 18 N 18 6 "N 18 
of that line it points east of indieated by the lines of equal annual change : 
(blue lines.) LOCAL AE TIME iL 
E.DEVILLE, LL.D. 

Surveyor General à 
jetic results shown on this map were compiled from observations made by the Topographical 10K 
ch, 1908.0 to 1917.0, at the following stations : alce ALL MAGNETICALLY QUIET INTERVALS OBTAINED FROM 
ert 1,515 stations in south half of province and in Nelson River district to Hudson Bay; ; CONTINUOUS PHOTOGRAPHIC RECORDS DURING THE PERIOD 


1916-5 to 1917-5 


"1. 2,614 stations south of Latitude 56 N; 

: JE ........3,603 stations spread over whole province ; 
slumbia … 1,642 stations in Peace River Block and Railway Belt. From records of Meteorological Service. 
All observations and charts available from other sources were used also. 


W. H. HERBERT, B.Sc., Magnetician. 
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